12      APPLIANCES  OF   CHEMICAL  AND   METALLURGICAL  INDUSTRIES.

ribs are pressed by the weights e against the inner cylinder. The
ribs d can be lifted by loosening the bolts i, whereby a connection
is made from producer to stack for burning- out the pipes, etc. The
lower joint is made tight by having the inner cylinder resting* in

FIG. 21.   GAS REVERSING VALVE.

sand h on the base-plates. The pieces / prevent a throwing out of
the center. The inner cylinder rests in ball-bearing o which allows
easy handling and rests on the button p whereby an absolutely hori-
zontal position of the inner cylinder is effected.